From: Annette Robinson 

Sent: Friday, August 10, 2012 1:03 PM 

To: Barry Cadden <bcadden@neccrx.com> 

Subject: RE: Results of Gram Stain and Colony Morphology 

ill call him now and tell him to stop doing anymore investigation 


From: Barry Cadden 

Sent: Friday, August 10, 2012 12:39 PM 

To: Annette Robinson 

Subject: Re: Results of Gram Stain and Colony Morphology 

Obviously do not discuss with him.. ..I do not see anything else to do. ..just tell him it's easier and cheaper to just 
discard lot and remake if u need to tell him anything. No more investigation 

Sent from my iPhone 

On Aug 10, 2012, at 12:21 PM, "Arafat, Amar" < aarafat(5)ariok.com > wrote: 

Annette, 

I left you a voicemail earlier, but I wanted to make sure and send you and e-mail as well. The colony 
morphology of the two samples were not similar, but I performed a Gram stain as well for further 
confirmation. The sample contaminant's Gram stain was Gram positive cocci, while the environmental 
isolate was Gram positive rod. As a result of these tests we cannot invalidate the Not Sterile result. 

Please contact me at your earliest convenience so we can discuss the options going forward. 

Thank-you, 

Microbiologist 
Analytical Research Labs 
840 Research Parkway Ste 546 
Oklahoma City, OK 73104 
405-271-1144 



This message and any attachments are confidential and are intended for the personal attention of the addressee 
(s). If as a reader of this message you are not the intended recipient, you are hereby notified that any 
dissemination, distribution or copying of this communication is strictly prohibited. If you have received this 
message in error, please notify the sender and delete/ destroy the original message and any copies. Thank you. 
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